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The Evans Portable Vise Stands | Madeof mele DT lo 


folded into compact bundle for 
carrying from place to place. 


Furnished with vise. 


2a Stand 
Now lded 


No. 2 Stand 


A larger and heavier stand for 
heavier work. Strong and dur- 
able. Weight 92 pounds with- 
out vise, Plank 2 x 12 x 7 feet 
in length. Spread of legs is 6 
feet. Price $20.00 (does not in- 
clude vise). 
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No. 1 Stand 


A light and compact portable vise for light work with the 


smaller sizes of pipe. Strong and rigid. Weighs 40 pounds. d 
Furnished with vise. Price $22.00 (includes vise). ff No. 2 Stane ee 
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